Bid No. 13-14 


[Cleaning Services-Ottoson Middle School/AHS Building F 

General Bids 




Bidders 

Bid Price 


Ottoson Middle School 





Express Janitorial Service Group 

$8,814.00/Mos 

Dynamic Janitorial Cleaning, Inc. 

TNT Cleaning Services, Inc. 

$14,235.00/Mos 
$7,611.00/Mos 

Empire Cleaning, Inc. 

AMPM Facility Service 

$8,200,00/Mos 
$11,250.00/Mos 

National Facility Services, Inc. 

MP Building Services 

$8,320.00/Mos 
$6,800.00/Mos 

Jani-King of Boston, Inc. 

$7,370.00/Mos 


Bid Price 

Addend #1 

Addend #2 

Signed 

AHS Building F 












$5,876.00/Mos 

X 

X 

X 

$9,490.00 

X 

X 

X 

$5,074.00/Mos 

X 


X 

$5,665.00/Mos 

X 

X 

.X. 

$7,500.00/Mos 



X 

$5,546.67/Mos 

X 

X 

X 

$4,300.00/Mos 

.x. 

.X. 

X 

$11,786.00/Mos 

X 

X 

.X. 











